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22. (Continued)

if the unit is properly installed in the system and
secured,  the chances are minimized of its breaking
loose and causing damage to the aircraft;  its
associated equipment, or injury to personnel.

Properly installing and securing avionics equipment
and other aircraft equipment will help prevent damage

to_________________, ________________, and

injury to

aircraft

equipment

personnel

23. The technician should properly install major
units in an aircraft to

a.    give quality assurance personnel free time for
other tasks.

b.    prevent electrical/electronic malfunctions
during flight.

c.    ensure the functioning of all auxiliary equipment,

d.    prevent injury to personnel and damages to the
aircraft and equipment.

24.  Loose safety wire can become a hazardous missile.
Therefore, all pieces of safety wire must be
accounted for when removing aircraft equipment to
prevent damage to equipment and aircraft or injury
to personnel.
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